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ELECTRICITY IN THE HUMAN BODY 
AND ITS HEALING EFFECTS 
UPON THE ORGANISM 


Electricity has been used for many years by 
the medica! profession in one form or another, 
and wonderful results have been chronicled in the 
many clinical reports that have been filed by prom- 
Inent practitioners, but until the discovery of the 
High Frequency Current and the invention of the 
High Frequency Generators, those results were ob- 
tained at the cost to the patient of severe pain and 
muscular contraction. 

For years it has been known that the High Fre- 
quency electrical current 1s far superior in its germ 
destroying power to any other agent with which 
the medical profession has to work. ‘This is prin- 
cipally through the agency of the ozone which is 
generated by the current, and which re-oxygen- 
ates the blood both through the lungs and by direct 
entrance through the capillaries, making the phago- 
cytes (white corpuscles) stronger to overcome dis- 
ease germs and toxins. 

What Is High Frequency Current? 

High Frequency Current is an alternating electric 
current; that 1s, a current constantly changing its 
direction, in which the frequency is bevond the 
point of producing muscular contraction. In order 
to understand High Frequency electricity, we must 
be somewhat acquainted with the ordinary electric 
current and electric terminology. 

Voltage, in electricity, means FORCE. 

Amperage means VOLUME. 

Frequency means the OSCILLATIONS OR 
VIBRATIONS PER SECOND. 

The tendency of electricity to restore and main- 
tain natural equilibrium in the body has long been 
understood, but how to apply the treatment in an 
agreeable form, has been the problem. Science 
has demonstrated that the human body does not 
require a high amperage or volume of current to 
produce the required results, but an irresistible force 
or voltage which will permeate each individual 
cell in the body, and strengthen it in its constant 
struggle to overcome the foreign agents that disturb 
the cells. Phis current must be applied without 
discomfort to the patient, and this 1s now success- 
fully done with the VITA High Frequency Gen- 


erator, 


Vita Violet Ray Generators 


Generators to run on Batteries are constructed the 
same as those to run on alterating or direct current. 
All Generators are guaranteed for two years. 





Type A 


Weight 2'4 pounds 
Hard Rubber Generator, complete with one 
Surface Electrode “ $25.00 
Carrying Case, weight | ib., 6 oz. é 1.50 


Consider first the ordinary lighting circuit, from 
which we take our electric current. In this current 
there is, as a rule, | 10 volts and 60 cycles, or 120 
alternations, per second. If we were to touch the 
exposed ends of both terminals in an electric lamp 
cocket, we would instantly feel a severe burning, 
painful sensation, and experience a shock caused 
by muscular contraction. his is due to the fact 
that the velume is great and that alternations are 
slow, so that they are not beyond the point of caus- 


ing pain. 


Science has demonstrated that the sensory nerves 
are capable of feeling pain from electric waves or 
oscillations up to 100,000 per second; therefore, 
when we produce a current whose oscillations are 
higher than 100,000 per second, we can apply it 
to the human bedy without fear of causing discom- 
fort. Lhe WITA High Frequency Generator pro- 
duces a current with oscillations running into the 
millions per second, so all uncomfortable sensa- 
tions are done away with. 

It was not until Geo. D. Rogers, the inventor 
and patentee of the VITA Violet Ray High Fre- 
quency Generator perfected his High Frequency 
Generator, that this marvelous agent for human 
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= Type B 
Weight 4 pounds 
Quarter-sawed Oak Box, Hard Rubber Handle, 
complete, with one Surface and one Spinal 


Electrode 7 3 : $35.00 


A Comb Electrode may be chosen instead of a 
Spinal Electrode 


Carrying Case, weight 2 |b., 4 oz. * 2.00 





good was so simplified and so cheapened in cost 
as to be within the reach of all. It is so simple and 
positive in its operation that the layman can secure 
as beneficial results with the Violet Rays of the 
VITA High Frequency Generator as can be 
gained by an experienced physician. 

The treatment with this Generator is soothing or 
stimulating according to the way it is applied and 
the length of the treatment given. 

One of the foremost electro-therapeutists in the 


country, Noble M. Eberhart, M. D., is authority 
for the substance of the following statements of 
effects resulting from High Frequency treatments: 

1. An increase of blood supply to the spot 
where the applicator is applied. ‘his increased 
circulation is very essential in healing any local 
pain or disease. 

2. AA general increase in oxidation and local 
nutrition. ‘That is, the blood becomes oxidized by 
absorbing more oxygen, and tissues which have been 
improperly nourished are supplied with nourish- 
ment. This ts proved by the fact that Violet Rays 
have restored gray hair to its natural color, and 
grown new hair on the scalp after the hair had died 
of starvation. 

3. An increase of oxygen in all the blood of 
the body, which is the basis for a greater degree 
of vitality and strength. , 

4. Carbon dioxide and every other poisonous 
element which has been stored in the tissues is rap- 
idly expelled. his does away with auto-intoxi- 
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Type C 
Weight 23, pounds 


Silver Gray Box, Hard Rubber Handle, complete, 


with one Surface Electrode - 29-0) 
Carrymg Case, weight | |b., 6 oz. 1.50 
TERMS 


All prices f. 0. b. Cleveland. Include postage if 
Generator is to be sent by Parcels Post. HH wanted 
C. O. D. include one-fourth of the cost with order. 
No goods sent C. O. D. outside the United States. 
Register letters containing currency. Remit as is most 
convement. 

Distnct Managers, Agents and Demonstrators 
wanted. 


VITA CORPORATION 
323 Euclid Avenue Cleveland, Ohio 


cation, or the poisoning of the tissues from morbid 
matter in the intestines. Rheumatism yields to this 
cleansing process. 

5. An increase in all necessary secretions. This 
means that digestion and assimilation are increased, 
and all the weakened and paralyzed functions will 
be restored to normal. 

6. Ozone is inbreathed during the treatments 
because the air is filled with it, and at the same 
time the current passing into the body carries ozone 
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with it to the mternal tissues. [he air is quickly 
purified by the ozone generated. Water may be 
purifed in a moment by contact with this current. 
Ozone kills all germs and bacteria. 


7. All the vital activities are increased so that 
the body generates more vital heat, but this does 
not give a sense of abnormal physical temperature. 


8. Application to the spine increases the ac- 
tivity of all vital organs. [he sympathetic nervous 
system which controls all processes of nutrition and 
elimination is aroused to positive activity. 

9. The absorption of plastic exudates is pro- 
moted. 


Many of the processes which are stimulated by 
chiropractic or osteopathic treatments are restored 
‘o normal activity equally well by High Frequency 
treatments with the VITA Violet Ray Generator, 
because it increases the activities of all functions 
which throw off waste matter and thus does away 


‘with the cause of sluggishness, disease and decay, 


and eliminates all those matters which cause false 
and abnormal growths. 

‘These and many other remarkable results are 
accomplished because every cell in the body 1s 
given a bath of this quickening force, and as it is 
vibrating so rapidly, every cell is stirred into new 
activity in its own particular work in the healing 
and strengthening of the beady. 

By the use of the VITA Violet Ray High Fre- 
quency Generator anyone can give himself treat- 
ments at home. [he Generator can be connected 
with any lamp socket on either a direct or alter- 
nating current, and if no such current is available, 
we can provide dry cells with the Generator. 

Ass the uses to which ordinary electricity can be 
applied along chemical lines are constantly increas- 
ing, and there seems no limit to its power in the 
mechanical world, so also in the healing science, the 
list of diseases in which High Frequency treatment 
Is proving successful is fast growing and in fact 
there are but a few ills where it is not indicated. 

The beautiful Violet Rays of the VITA High 
Frequency Generator, and the smoothness of the 
current, have a wonderful psychic effect, apart 
from the therapeutic value. 

We can state positively that High Frequency 
is absolutely indispensable to the practitioner; for 
while there are no cure-all claims made for High 
Frequency, results obtained in many cases are so 
pronounced that it 1s no longer an experiment but 
a recognized treatment. 


THE SUPERIORITY OF THE VITA 
VIOLET RAY GENERATOR 


Since Geo. D. Rogers developed and patented 
the Generator now known as the VITA High 


Frequency Generator, a number of cheaply con-. 


structed generators have been placed on the mar- 
ket which do not stand the strain of even moderate 
use and which require constant repairs. 

We have had to make so few repairs on the 
VITA Generators sold that we have increased the 
term of our Guarantee from one to two years, and 
during the term of this Guarantee we will make all 
repairs free of charge. Wauth proper use and care 
the WITA Generator will give service for years. 


PATENTS 


There is not a Generator on the market made 
under patent except the WITA High Frequency 
Generator, which is made under patent issued to 
Geo. D. Rogers, April 7, 1914. This is not 
merely a patent on some part of a Generator but 
covers the entire WITA High Frequency Genera- 
tor from plug fo Applicator. 


BATTERY GENERATORS 


No other Generators manufactured will run on 
direct current, alternating current, or Sattleries. 
Any of our Generators will run equally as well 
and with as great efhciency on D. C., A. C. ar 
Batteries. Investigation will show that despite sim- 
ilar claims by competitors, every make of Gener- 
ators but ours requires a special type to be made 
for use with Batteries, and this special type of 
Generator will not give the same service with alter- 
nating or direct current. 

The VITA Batteries are in an easily portable 
box 914 x 7'% x 103% inches and weigh about 24 
pounds. [hese Batteries are specially constructed 
for the VITA Generator by the largest dry cell 
manulacturers in this country. We supply Batter- 
ies connected and ready for immediate use. 


VITA BATTERIES (boxed) $12.50. 


Price subject to change without notice. 

We can provide 25 of the ordinary dry cells, 
boxed (usually sell for $10.00) for $8.00, 
weight over 50 pounds, but we do not advise this 
set of Batteries as it does not give sufficient service 
and will prove more costly than the VITA Bat- 
terles. [his is our experience. 

We absolutely guarantee that the WITA Bat- 
teries will give a greater current for a longer time 
than any other set of batteries on the market. We 
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make this guarantee after several months’ test of 
all the specially constructed batteries offered for 
sale. 
ELECTRODES 

The VITA Electrodes, also specially made tor 
use in the WITA Generators, have a longer life 
and far greater efficiency than any other electrodes 
on the market. 


A MOST DURABLE CORD 


We have overcome the weakness of cords which, 
in the past, has been a constant source of trouble 
and expense for repairs. The cord on the VITA 
Generator is the most permanent cord made and 
cannot be used on any other Generator. 


NO OVER-HEATING 

We need no vent holes in the VITA Generator 
because it will not over-heat. We have tested it 
for ten continuous hours and there was not suff- 
cient heat to do a particle of harm. 

It is the years of practical experience, study and 
experiment by Geo. D. Rogers, the original inven- 
tor of portable High Frequency Generators that has 
made possible the high degree of perfection of the 
VITA Generator. He is the man who succeeded 
in producing a portable Generator after even the 
marvelous Tesla had failed. Therefore we lead 
——others follow. 


DURABILITY OF THE VITA GENER- 
ATOR 

VITA Generators have a longer life and at the 

same time far greater efficiency than any other gen- 

erators made. We guarantee them for a period of 

two vears from date of purchase. With proper 
care they will last a life-time. 


STRENGTH OF CURRENT 


Because of our method of winding both pn- 
marv and secondary coils, the even balance of our 
condenser, our accurate plan of testing, and the 
improved methods of manulacture in general, the 
VITA Generator gives the greatest strength of 
current and all the current needed in therapeutical 
work of either physician or layman. 


SIZE OF HANDLE 
The handle of the WITA Generator ts_ the 


shortest, neatest, most compact and convenient han- 

dle made. It is made in such a way as to reduce 

the strain on the primarv coil, lessen the heat, and 

therefore prolong the life of the Generator. We 

have increased the factor of safety m the handle to 

2000 as compared with all previous handles made. 
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NO EXPOSED SPARK 

The shght spark of the vibrator and its noise 
have been hidden in the WITA Generator, which 
gives as near a noiseless Generator as can be made. 
The creeping child could play with this Generator 
while it is In operation without the least danger of 
shock. 

When considering the purchase of a High 
Frequency Generator, it is well to consider the 
kind of equipment desired and get a Generator 
that will do the work in the safest, surest, and 
cheapest way. Compare the VITA Violet Ray 
High Frequency Generator with any other Gen- 
erator now oflered for sale. No other is so sim- 
ple. so’ free from complicated adjustment, so light 
and so auickly attached, ready for use. No other 
is so efficient and free from danger: for in the 
VITA Violet Ray High Frequency Generator it 
is impossible to get a shock, either from the con- 
tact points, cord, or handle. No other is so free 
from noise and the glare of the annoying spark gap: 
and last, no other is so cheap and so fully guar- 
anteed. 

In a word, the VITA Violet Ray High Fre- 
auency Generator is an absolutely fool-proof ma- 
chine, that will produce the results of the most ex- 
pensive apparatus. 

UNLIMITED FREE SERVICE 

We have collected the evidence of the foremost 
authorities and of the most successful users of High 
Frequency Generators as to the best methods of 
using Violet Rays, and we have developed a cor- 
respondence system whereby we can educate every 
purchaser of a WITA Generator to become most 
expert in its use in the healing of disease or allevia- 
uion of suffering. 

VITA Generators, used successfully, are the 
best advertising we can buy. therefore we urge 
every purchaser of a WITA Generator to write us 
treely for special advice and instruction in the use 
of Violet Ravs so that the treatment can be 
adanted to individual cases. 

Dr. E. W. Hennig, Electro-Therapeutist and 
Physician, has charge of our Department of In- 
struction. The Service of this department is given 
freely to all purchasers of WITA Generators. 

We will appreciate a full report of anv and all 
beneficial effects from the use of Violet Rays, as 
we wish to constantly add to our evidence all facts 
which show the power and nossibilities of Violet 
Rays as a healing force. ‘This evidence will be 
available to all who co-operate with us to make 
known this most successful method of treatment. 
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The following general directions show but a few 
of the possibilities of Violet Ray treatment with 


the VITA Generator and VITA Electrodes. 


GENERAL DIRECTIONS 


To produce stimulating effects, which increase 
the circulation to the parts treated, and relieve pains 
or sore and stiff muscles, apply Surface Electrode 
over thin underclothing. Keep the Electrode mov- 
ing so that the slight pricking sensation will not be 
disagreeable. 

Begin treatment with a very light current by 
turning the knob on the Generator to the left until 
the current is very mild. ‘Then gradually turn the 
knob to the right to increase the current. 

Always turn off the current before inserting or 
removing any electrode from any orifice of the 
body. 

The Surface Electrode, which is provided with 
the Generator is used for treating the face and the 
entire surface of the body. Its use will fill up 
the hollow places in face and body, as wherever 
it is applied it increases the circulation and pro- 
motes nutrition. A few minutes application daily. 
moving the electrode over the skin of the face, will 
improve the complexion. 

The Surface F.lectrode is moved over the entire 
bedy to increase circulation, evercome cold ex- 
tremities and to give a general tonic treatment. 
Keev Surlace Electrode moving slowly. 

For soothing and strengthening effects hold the 
Surface Electrede in either hand. This treatment 
has been given in cases of great weakness for as 
long as 15 mimutes an hour for several hours with 
only beneficial effects. 

When the patient 1s holding the Surface Elec- 
trode in the hand, (or the Metal Electrode if strong 
current is desired), the scalp, face, bust or any part 
of the body can be massaged by another person 
and the Violet Ravs will be drawn to the spot 
touched by the hands of the Masseur, causing the 
nutrient blood to be drawn to the spot. VWITA 
Lubricant, (or VITA Hair Food for the scalp), 
should be used by the Masseur. 

A Ground Electrode No. 37, is needed to 
properly draw poisons out of the bedy, or to draw 
the current through any organ m need of special 
treatments. Full directions for use will be sent 
with this Electrode. 

The following list contains some of the diseases. 
alphabetically arranged, in which Violet Rays are 
indicated, and is taken from reports given by many 
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doctors throughout the United States who have ob- 
tained remarkable results. However, as every in- 
dividual case is more or less different, some judg- 
ment must be exercised regarding length of treat- 
ment. Write our Instruction Department for Spe- 
cial Advice. 

ABSCESS. Use Surface Electrode, and ap- 
ply to abscess from 10 to 12 minutes, using a me- 
dium current, and keeping the electrode in contact 
with the skin. Same method is employed to pre- 


vent formation of abscesses. 


ACNE ROSACEA (Red Nose). Slight ful- 
guration obtained by applying a spark about 14 
inch long, from Nasal Electrode. Application of 
from 3 to 9 minutes duration, once a day. 

ACNE VULGARIS (Pimples). Use Con- 
denser or Surface Electrode, and keep in contact 
with ‘the skin; medium current applications from 
7 to 12 minutes daily. 

ADHESIONS (Following operation or in- 
Hammation). Use Surface Electrode in light con- 
tact with the abdomen, from 7 to 10 minutes daily. 

ALCOHOL AND DRUG HABITS For 
alcoholics, morphine or opium users apply over 
liver, solar plexus, and to the spine. Cocaine users 
should have mild current applied to arms, legs and 
soles of feet, until the skin is reddened. 

ALOPECIA (Loss of Hair). Use Surtace 
or Comb Electrode; apply mild current 5 to 7 
minutes, once a day. Do not use Violet Rays on 
the hair immediately alter applying any preparation 
containing more than forty per cent of alcohol. 
Apply VITA Hair Food to the scalp and drive 
in with Violet Rays. It contains no alcohol. 

APPENDICITIS and all ailments of the ali- 
mentary tract require special advice in grounding 
current, which will be given by correspondence. 

ARTERIOSCLEROSIS ( Hardening of the 
Arteries). Surface treatment is apt to prove too 
stimulating, therefore it is advisable to take but a 
mild treatment by holding the surface electrode in 
the hand for ten or hfteen minutes, twice daily. 
Write for Special Instructions on Auto-Condensa- 
tion and treatment for the sympathetic nervous sys- 
lem. 

ARTHRITIS DEFORMANS. Apply iodine 
diluted one-third with water to joints 2 or 3 times 
a week and drive in with Violet Rays, to decar- 
bonize hardened matter. 

ASTHENOPIA (Weak and Painful Eyes). 
Use Surtace Electrode on spine, through the cloth- 
ing with strong current; also apply to the Atlas and 
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over the eyes, with mild current, from 3 to 4 min- 
utes; treatments three to six times weekly. 

ASTHMA. [reat chest and bronchial tubes 
with strong spark through the clothing. Also use 
Ozone Generator; treatment 10 to 12 minutes, 
once per day. 

ATAXIA. Apply as strong a current and spark 
as the patient can tolerate to spine, over buttocks, 
abdomen, and back of legs. Give milder treat- 
ment as the patient improves. 


ATROPHY OF THE OPTIC NERVE. 
Use Special Eye Electrode, with mild current di- 
rectly in contact with the eye-lid. Write for spe- 
cial instructions. 

BALDNESS (See Alopecia). 

BARBERS’ ITCH (See Sycosis). 

BLADDER DISEASE (Cystitis). Use Ure- 
thral and Rectal Electrodes, from five to seven 
minutes, and Surface Electrode over the bladder 
for from 5 to [0 minutes. Apply daily. For 
women, use Vaginal and Rectal Electrodes. 

BLOOD PRESSURE (See Arteriosclerosis). 

BOILS (See Furuncolosis). 

BRAIN FAG. Jse Electrode over spine, 
back of neck and head with strong current in di- 
rect contact with the skin. Use mild current over 
forehead; also hold electrode in the palm of the 
hand, and inhale ozone. ‘Treatments 10 to 15 
minutes, twice dally. 

BREAST DEVELOPMENT. Use Special 
Breast Electrode. Apply medium current, 10 to 
12 minutes daily. ‘his treatment not only en- 
larges the breast, but it makes the flabby breast 
firm, | 

BRIGHTS DISEASE. Apply Surface Elec- 
trode over the kidneys, and give general constitu- 
tional treatment over the entire body. Albumen 
will quickly disappear. 

BRONCHITIS. Use Surface Electrode over 
chest and back, with sharp spark. 7 to 10 min- 
utes; also use Ozone Generator. Repeat treat- 
ment every half hour if necessary. WITA Lwubri- 
cant should be applied fist. 

BRUISES. Use Surface Electrode over area 
affected. Treatment, 5 to 10 minutes. 

BUNIONS. Use Surface Electrode. Apply 
VITA Lubricant to the part affected, then use 
electrode with medium spark directly in contact, 
from 4 to 6 minutes. 

BURNS. Apply a large or small Electrode. 
according to the size of burned area, close contact, 
until all sense of burning disappears. 
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CALLOUSES AND CORNS. Use Surface 
Electrode except where soft corns are between the 
toes. In that case use small flat or Nasal Elec- 
trode. Treatment 3 to / minutes. 

CANCER. Surface cancers, not too far de- 
veloped, can be consumed by the Cautery Elec- 
trode; but anesthetic may be required during the 
operation. 

CARBUNCLE,. Use Surface Electrode with 
strong current, in light contact with the skin, for 
from 7 to 10 minutes. Once or twice daily. 

CATARACT. Apply Eye Electrode directly 
to the eye lid, reducing the current by holding the 
stack of the glass electrode in the hand. ‘Treat the 
eyes 3} minutes, twice daily. 

CATARRH (Nasal). Use Surface Electrode 
on outside surface, also back of head and neck. 
Use Nasal Electrode on mucous membrane for 
5 minutes, with mild current. Ozone Generator 
should be used for from 5 to 7 minutes. ‘Treat- 
ments daily. 

CATARRH OF WOMB. Use Vaginal 
Electrode for 5 to 7 minutes daily. 

CHAPPED HANDS AND FACE. Apply 
VITA Lubricant and then use Surface Electrode. 

CHILBLAINS. Use Surface Electrode with 
strong spark, but apply directly to the skin. Treat- 
ment, 10 minutes, or until relief is manifest. Re- 
peat daily until cured. 

COLDS (See Rhinitis). 

COLD EXTREMITIES. Apply Surface 
Electrode to extremities, using strong spark; also 
apply electrode to the Lheias keep the electrode 
about one-half inch from the skin, until the surface 
is red. Repeat daily if necessary. 


COLITIS (Inflammation of Colon). Use 
Surface Electrode over bowels, with a strong cur- 
rent, through the underclothing; application, 15 
minutes daily. 


CONSTIPATION. | Use Surface Electrode 


over the bowels and Rectal Electrode internally 
for from 3 to 7 minutes, with a strong current. 
Repeat daily, or twice daily, until relieved. The 
free use of bran as a food, exercise of abdominal 
muscles and use of rectal dilators As advisable in 


stubborn cases. 


CORNEAL OPACITY. Use Eye Electrode, 
with mild current, directly to the eye-hd. 


CYSTITIS (See Bladder Diseases). 
DANDRUFF (See Alopecia). 
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DEAFNESS, EARACHE AND EAR DIS- 
EASES. Apply Nasal or Ear Electrode, with 
very mild current, into the ear; care must be exer- 
cised so as not to touch the ear drum; also apply 
same electrode through nose to post nasal passage, 
> to 7 minutes daily. 

DIABETES. Apply Surface Electrode over 
the arenes and also on the spine, with sharp 
spark, for from 10 to 15 minutes. Complete re- 
sults must not be expected for from three to six 
months. KRegulate diet. Write for our Special 
Service. 

DIPHTHERIA. Apply Surface Electrode 
to outside of throat and to the spine, and Internal 
Throat Electrode mside, 10 minutes each hour. 
Use Ozone Generator. 

DROPSY. Use Condenser Electrode on the 
skin over the lymphatics on the inside of arms and 
legs, to increase reabsorption and elimination. 

DYSPEPSIA. Surface Electrode over the 
stomach and solar plexus, 10 to 15 minutes, in 
contact with the skin. Use Ozone Generator also. 

EARACHE (See Deafness). 

ECZEMA. Use VITA Lubricant on parts 
affected and apply sharp spark. from Surface Ellec- 
trode, for from 3 to 7 minutes, twice daily. Spark 
will feel good and stop stele. 

FISTULA. Apply Rectal Electrode. Treat- 
ment, 5 to 7 minutes daily. Use strong spark. 

FURUNCOLOSIS (Boils). Apply Surface 
Electrode, with strong spark, 14 inch from the 
skin, for 10 to 12 minutes; treatments daily. 

FRECKLES. Also Birth Marks. Apply 
Surface Electrode, with medium spark, !“4 inch 
from the skin. Apply from 10 to 12 minutes, 
twice daily. Results are slow but sure. 

FROST BITES (See Chilblains). 

HAY FEVER. Apply Surface Electrode to 
back of head, neck, and over the supraorbital 
region; also over the nose; use as strong a current 
as bearable; use Ozone Generator freely, ‘Treat- 
ment from 10 to 15 minutes daily, or twice daily. 
Treatments should commence two or three weeks 
before acute attack comes on. The VITA In- 
halent should be used in connection. 

HEADACHE (See Hay Fever). If caused 
by stomach disorder, apply Electrode to stomach 
In connection with other treatments. 

HIVES AND RASH _ (See Eczema). 

GLEET (or Posterior Urethritis). Use 
Urethral and Rectal Electrodes for from 5 to 7 
minutes each, with medium current; treatments 
should be daily. 
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GOITRE. Apply VITA Lubricant to the 
soitre and then use Surface Electrode, with strong 
current, but in contact with the skin, for 10 to 
12 minutes, daily. 

GONORRHEA. Write to our Physician for 
Special Instructions. 

GOUT. Apply Surface Electrode to the spine, 
to stimulate the system, for 7 to 10 minutes, then 
apply locally, with sharp current, from 5 to / 
minutes; pain may be felt for first treatment or two 
but the results are sure if the treatments are con- 
tinued. 

GRAY HAIR (See Alopecia). 

GRIPPE. Treat the spine and solar plexus, 
also over eyes and sides of nose, ten minutes, twice 
daily. Ozone from Generator is soothing. Nasal 
Electrode can be applied internally with benefit. 
Give special attention to treating lymphaties. 

HEART DISEASE. Treat spine and solar 
plexus over the underclothing to produce small 
spark; five minutes once a day. 


HEMORRHOIDS. Use Rectal Electrode 
for 7 to 10 minutes; also cautery for removing 
hemorrhoids. Write for Special Advice. 


HYPERTENSION = (See Arteriosclerosis). 
IMPOTENCE. Use Surface Electrode, with 


sharp spark, over genitals, keeping it in loose con- 
tact, moving back and forth, from 10 to 15 min- 
utes; use Rectal Electrode from 3 to 7 minutes. 

INFANTILE PARALYSIS. Apply Sur- 
face Electrode, with strong spark, over the spine 
and parts affected, from 10 to 15 minutes daily. 


Use VITA Lubricant in connection. 

INSOMNIA. Use Surface Electrode over 
head and neck, also along the spine, for 10 to 15 
minutes; gently inhale ozone by cupping the elec- 
trode in the hand. 

LEUCORRHEA. Use Vaginal Electrode, 
with medium current, from 7 to 10 minutes, daily. 
Antiseptic douches in connection. Our Physician 
will advise freely. 

INTRA-OCCULAR HEMORRHAGES, 
IRITIS, ETC. (See Corneal Opacity). 

LUMBAGO. Apply VITA Lubricant to 
lumbar region, then take the Surface Electrode and 
apply sharp spark to part affected. Change posi- 
tions frequently until all traces of pain have van- 
ished. J reatment, 15 to 20 minutes. 

MASSAGE = Use Surface Electrode, 5 to 10 


minutes. 


MENSTRUATION. Do not apply Vaginal 
Electrode internally near menstrual period if the 
current increases flow. 

MUMPS. Apply VITA Lubricant, then use 
Surface Electrode, with strong spark, from 10 to 
12 minutes, twice daily. 

NERVOUSNESS. Apply Surface  Elec- 
irode to the spine in connection with VITA Lubri- 
cant, from 10 to 15 minutes; keep electrode in di- 
rect contact with the skin. 

NEURALGIA. Appiy VITA Lubricant. 
Use Surface Electrode, with medium spark, in di- 
rect contact with the flesh; treatments, 10 to 15 
minutes, daily, or oftener if necessary. 


NEURITIS. Apply VITA Lubricant to af- 
fected parts; use Surface Electrode; during the first 
few treatments use mild spark ai} keep electrode 
in direct contact; strengthen the spark after second 
or third treatment; treatments, 10 to 15 minutes, 
daily. 

OBESITY. Apply Surface or Condenser 
Iulectrode fifteen minutes twice daily, increasing 
current to the greatest strength. Fats will be con- 
sumed by increase of oxidation but unless less food 
is eaten a complete cure is not promised. 

PAINS (See Neunitis). 

PARALYSIS (See Infantile Paralysis). 

PILES (See Hemorrhoids). 


PLEURISY. Treat through several thick- 
nesses of cloth, with a very strong current, using 
a face Electrode, and apply over front and back 

chest, until the surface is quite red: chronic 
pit call for ozone. 


PNEUMONIA. — [reat first as directed for 
Pleurisy, then wrap patient in sheet and blankets 
and give the current through the Surface Electrode 
into the palm of the hand until perspiration is in- 
duced. 

RHEUMATISM. Use treatment same as in 
Neurius. (See Arthritis Deformans). 

RHINITIS, ACUTE (See Catarrh, nasal). 

SCARLET FEVER (See Pneumonia). 

SCARS. Use Surface Electrode, applying 
strong spark, !/2 inch from the skin, 10 to 12 min- 
ules ; applications, three umes a week. 


SKIN DISEASE, (See Eczema). 


SORE FEET AND STONE BRUISES 
(See Chilblains). 
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SCIATICA. Use Surface Electrode, with 
strong current, but keep the electrode in close con- 
tact with the skin; apply WITA Lubricant; treat- 
ment should be 10 to 12 minutes daily. 

SYCOSIS (Eruption on Scalp). Use Surtace 
Electrode, with a sharp spark, once a day. 

SORE THROAT AND THROAT DIS- 
EASES. Use Internal Throat Electrode, with 
medium current, from 5 to 6 minutes, and then 
use External Throat Electrode outside of throat, 
5 to 7 minutes. Applications should be twice a 
day. 

STIFF NECK AND JOINTS. Apply 
VITA Lubricant, and use Surface Electrode with 
strong spark, holding same 14 inch from the skin, 
10 to 15 minutes, daily. 

TONSILITIS (See Sore Throat). 

URIC ACID CONDITICNS. All methods 
of applying Violet Rays aid in the elimination of 
urea and uric acid. We have special instructions 
adapted to individual cases. 

VENEREAL DISEASES. Our Department 
of Instruction will give advice and teach methods 
best adapted to overcome Venereal Diseases. 

WARTS and other Small Growths. Use 
Special Cautery Electrode, as it throws a fine, 
sharp spark; apply to the growths long enough to 
cauterize the outer surface; if more than one ap- 
plication is necessary, apply every third day. Any 
pointed Electrode can be wrapped with tin foil, 
brought to a fine point to form a Cautery. __ 

WHOOPING COUGH. Apply Surface 
E:lectrode to chest and back with slight spark, 
ten minutes, twice daily. Inhale ozonized vapor 
from Ozone Generator. 


HIGH FREQUENCY VIOLET RAYS IN 
DENTISTRY 

The principal uses in Dentistry or rather the 
best results so far obtained by using High Fre- 
quency, are as follows: 

Abscessed teeth and the sere, swollen face that 
invariably follows, quickly respond to the appli- 
cations of High Frequency current. Apply the 
Surface Electrede to the cutside of the face, over 
the parts principally affected for trom 7 to 10 
minutes. Allow the patient to rest fer a while, 
then apply for 5 to 7 minutes. “[wice daily. 

EXTRACTIONS. After extracting a tooth, 
apply a special Dental Electrode to the cavity tor 
from 3 to 9 minutes, thus preventing any infection 
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and eliminating soreness. You will find that the 
gums will heal rapidly. 


NEURALGIC CONDITIONS OF THE 
FACE (See Neuralgia). 


PYORRHEA ALVEOLARIS (Rigg’s Dis- 
ease). Use a special Dental Electrode directly 
upon the gums. The ozone generated, which 1s 
germicidal, is driven into the tissues, and the stimu- 
lating effects of Violet Rays, producing normal 
circulation in the gums, tend to promote a normal 
or healthy condition. After using Dental Elec- 
trode from 5 to 7 minutes, apply iodine upon the 
gums, and around the roots of the teeth affected, 
then apply the current to the gums for 3 minutes. 
This treatment should be used daily. 

Many experiments have been made to obtund 
sensitive dentine and over 60% of all tests have 
been successful. We suggest that it is well worth 
the dentist’s time to convince himself. 

Ass a general tonic for the mouth, after severe 
operations Violet Rays are unequalled. ‘They will 
remove all stiffness of the jaw and soreness of the 
gums, satisfying and pleasing patients, thus placing 
them in a receptive mood for further treatments. 

Every Dentist should keep himself informed 
through our Instruction Department in regard to 
the newest and most successful methods of apply- 
ing Violet Rays in Dentistry. 
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ELECTRODES 


Pit STeetaGe Dini. ok we ee wie ee $0.75 
No. 2 Vaginal, large, insulated....... 1.75 
No. 3 Throat, internal, msulated...... 1.75 
No. 4 Rectal, insulated ......... Pa es 
No. 5 Nasal and Ear, insulated....... 1.75 
No. 6 Urethral, insulated ........... 1.75 
Se \ Ae a a 1.00 
No. 8 Dental, indented on side, insulated. |.75 
No. 9 Dental, indented at angle, insu- 
a i re een 1.75 
No. 10 Eye, single, plam ........... 5 
No. |] Comb, rake, plam ........... 2:00 
No, 12 Metal Saturator .......5c.6.. 1.00 
iste Wee: SOWIE, YMA Gu oo ek. oa Se we 1.50 
Me. [4 Goncdereer. 2... . 2 siwGka iss 3.00 
No. 15 Ozone Generator ............ 5.00 
No. 16 Dental, cavity, insulated ....... 1.75 
No. 17 Dental, contoured, insulated. .... 1.50 
No. 18 Pyorrhea, ball point, insulated... 1.75 
No. 19 Throat, external, plam......... 1.00 


No. 20 Rectal Dilator Electrode, small... 1.50 
No. 21 Rectal Dilator Electrode, medium. 1.50 
No. 22 Rectal Dilator Electrode, large... 1.50 
No. 23 Tongue or Spatulate, plain..... 1.50 
No. 24 Dental “‘Spotter,’’ end indented.. 1.75 
No. 25 Dental “‘Spotter,’’ large indentation |.75 
No. 26 Dental “Spotter,” oblong “* lad 3 


No. 27 Vaginal, perforated. ......... 2.50 
No 28: Vagoal, plain =... 0 ib ee els 19 
No. 29 Vaginal, small insulated ....... 2.50 
No. 30 Breast Electrode and Pump..... 10.00 


No. 31 Dental cavity, pointed, straight... 1.75 
No. 32 Dental cavity, pointed, curved 


A Oe ae ee” 1.75 
No. 33 Dental cavity, pointed, curved 

ee ees Sh ee > Se 1.75 
No. 34 ‘Tongue, insulated ........... 1.75 
No. 35 Comb, straight, plam ......... 1.50 


No. 36 Bi-pelar Applicator with Cord... 2.00 
No. 37 Ground, with Sponge, Handle and 


vo th yp ee ‘eres 1.00 
Vita Batteries Boxed... ....o-.-.-2 12.50 
Vita Lubricant, 6 oz. Bottle .......... 7) 
Vite imbalent | oz. Bottle. ...2....... «35 
Wier rate DGG a. Semone ei bres kaos be we 109 
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